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Message Text 


E.O. 11652: N/A 
TAGS: ASEC 

SUB J : WALK THROUGH METAL DETECTOR - LONGER CONTROL CABLE 


IN ORDER TO PROPERLY HOOK UP AN INTEX SENTRIE FS-2W WALK 
THROUGH METAL DETECTOR WITH OUR MARINE BOOTH AT THIS POST, 
WE WILL NEED APPROX 6 EXTRA FEET OF CONTROL CABLE OTHER 
THAN NORMALLY SUPPLIED. REQUEST AN EXTRA LENGTH CONTROL 
CABLE BE SENT THIS POST ASAP. 

SULLIVAN 
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